ST.  PAUL'S  CATHEDRAL,  BOSTON 
Tremont  Street  opposite  Boston  Common 

Built  in  1820.  Alexander  Parris,  Architect.  Cathedral 
Church  of  the  Protestant  Episcopal  Diocese  of 
Massachusetts. 
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